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16 WAY 1977 


apvorannu FOR: Chief, os 9 


STATINTL FROM* 
Chief, Headquarters Engineering Branch, 2£CD/oL 
SUBJECT: Impact of Project SAFE on Telephone Facilities 
REFERENCE! “amo dtd 27 Apr 77 t@A fs C/28Cd/0L stare 


game subject (OL 7 1836) 


1. Action Requested: Perform telephone facilities survey in 
a second potential Yocation of the point area within the area ap- 


proved for Project SAFE Computer and its supporting utilities as 
originally requested in the referent momorandun. 


2, Background: Pursuant to the aforementioned request, there 
is technical merit in considering the north vice south end of the 
designated SAFH computer center as the "point area", In either 
case, it is still anticipated that three of four telephone satel- 
lite clesets will be aliminated. 


3, Recommendation: It is requested that this second alternate 


Location Tor the SArE point area ce included in your evaluation and 
the technical trade offs for either areas be included in your report. 


STATINTL 


Att? 
Reference . 
: STATINTL 
cci Chief, Telephone Facilities svench, 
- Chief, Special Projects Staff, ODP 


“Q@G7Project SAFE Coordinator 
o3/Project SAFE Coordinator 
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Py FF FAAS. 
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Jistripution: | 
Orig. - Addressee, w/att 
‘AL o> OL/RECD/HEB Official, w/att 
WV OL/RECO, w/fatt 


STATINTL 


1 - OL/RECD/RGFU, w/att 

1 - UL/ABCO/TIEB Chrono, w/att 
1 - OL Reader, w/att 

1 - C/ADS/LSD/OL, w/at 


L - C/LSD/OL, w/fatt 


SeeNtE JL/MECH/ 2 le/ 
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STATINTL 


“Approved For Release 2000i09/14 : CIA-RDP86-01019R000200050063-8 


| STATINTL 
MEMORANDUM FOR: Chief, 


FROM! 


Chief, Real Estate and Construction Division, OL 


SUBJECT: Impact of Project SAFE on Telephone Facilities 


L. Action Requested: Telephone facilities survey in 
the area approved tor Project SAFE Computer Center and its 
supporting utilities as indicated on the attached building 


_ plan. 


2. Background: Project SAFE is a large complex computer 
system being Ssveloped for the DDI by ODP. The Real Estate 

and Construction Division, OL, is responsible for the facilities 
planning and construction of the computer center and its support- 


“ing utilities. Approximately 21,000 sq. ft. have been identi- 
-€ted for these facilities, The attached annotated building 
_plan indicates the location in the northeast corner of the ground 


floor of the Headquarters Building which has been approved by 
the DDA. 


‘a. The 17,615 sq. ft. area (indicated in yellow) will 
be the main SAFE computer area and will be similar to the ODP 
GCO3 Computer Center in technical makeup. Due to technical 
security and lack of a functional telephone requirement, most 
telephone services in this area will be eliminated. The point - 
area, serving as the management and supporting services area, 
is tentatively planned to be located at the south end (indicated 
in the green cross-hatching) and will require normal telenhone 
service. Preliminary discussions with Telephone Facilities Branch 
personnel indicate that such a reduced level of telephone service 
can be supported out of one telephone closet located in ths pro- 
posed point area. Consequently, three of the four telephone 


‘Satellite closets near rooms GE78, GHS6, and GE50 will undoubtedly 


be eliminated. 


b. The.3,700 sq. £t. area indicated in blue will house 
the Uninterruptible Power Supply (UPS) systems which will support 
the center, will typically be unmanned, and will require only 
one or two convenience telephones. 
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c. The 4,100 sq. ft. area (indicated in orange) has. 
been identified as the photo processing area for Project ADSTAR © 
and the machine maintenance area for OCR. The facilities and 
telephone service required in OCR's present locations (GE0430, - 
GE0433, and GEQ6-GE12) are to be relocated into the new area. 


3. Recommendation: It is requested that a telephone survey 
be performed in the indicated areas dnd a preliminary report be 
issued by 1 June 1977 to define the effect of the renovations on 
the building telephone system. This timing is required in order 
to integrate your requirements in the facilities design efforts 
by the architect-engineer firm under contract to the General STATINTL 
Services Administration. OL Project SAFE 
Coordinator, is available to work with you and Can be’ contacted 
on extension 7543, 


STATINTL 


STATINTL 


< cc: Chief, Telephone Facilities Branch [i 
Chief, Special Projects Staff, ODP 


OC/Project SAFE Coordinator 
OS/Project SAFE Coordinator 
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STATINTL 


SENDER WI Hi ‘ SSIF I 10 OP_ AND BOT) Ol 
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OFFICIAL ROUTING SLIP 


NAME AND ADDRESS _ DATE 


C/HEB/RECD/OL S//b 


ACTION — = DIRECT REPLY | | PREPARE REPLY 


APPROVAL DISPATCH |__| RECOMMENDATION 
COMMENT |_| FILE |__| RETURN 


CONCURRENCE __ INFORMATION SIGNATURE 


+ 
Efe ase ee] eee ea 


| Remarks: 

la 2 — Ain Ay Gnght Dad type 
CO Crna ny ea at” CAnelasa ove Pa Erne 
fe Jlepanca the Mk. aCrtaetg PRG 
Morrite nae!” Le ey 4 Jt te Ltri-Cine 


FOLD HERE TO RETURN TO SENDER 


FROM: NAME, ADDRESS AND PHONE NO. . DATE 
OL/RECD/HEB ZF 42 Hq Aer iB a Ed 
ale a NNO/O9 rs be RB): | =O 
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